WIDE WORLD 

I 



PHOTOS, INC. 


30 ROCKEFELLER PLAZA N. Y.. 10020 (212) PLAZA 7-11 It 


September 2, 1966 


Mr. Harold Weisberg 
Hyattstown, Maryland 20734 

Dear Mr. Weisberg: 


Your lab is correct. 

The portion that you.iwant enlarged is out of 
focus on the original negative. 

I am sure you realize we have done everything 
we possibly could to satisfy your needs. 


el 


Sincerely, 



ire 



MEYER GOLDBERG 
GENERAL SALES MANAGER 


